1992 KENMORE LAUNDRY 
DRYER 
DOTT EXTRA CAPACITY 
27" (PC 138 ELEC. 137 GAS) 
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+DOTT FEATURES 

♦1 DOOR SEAL IS WHITE (VS GREY) 

+2 5 RIB BELT (VS 4) 

+3 INTERNAL FRONT MOUNTED LINT SCREEN (VS TOP LOCATION) 
♦4 7.0 CU FT DRUM (VS 6.8 CU FT) 

5 ELECTRIC IS 5,400 WATTS 

6 GAS IS 22,000 BTU'S 

+7 FRONT SERVICE WITH FULL WIDTH ACCESS PANEL (VS NO ACCESS PANEL) 
8 INTERIOR IS WHITE EPOXY POWDER COAT 
+9 4 WAY VENT (VS REAR ONLY) 
+10 BROKEN BELT SWITCH (VS NONE) 
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